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nezujimmie • ^sasnwsa^flisyisiis • grains amswjiiis 
TfeJUiiBDtiffi ° bm^M class i Kims^ ° 



MmWl ■ 5ilJM«)«I^IfPSi551-jS - ElfPflfifffg rniSlffifiaj (Power 
Protection Device) - illSSIRlfPflfi^Hfiaill - $EflJfllllB/ HHHMIH 
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• MfSIIIIlf ffiffl Hffi N° 26 AWG ° 



^^li^ilJ^#SHIi^ ° (equalize) If M ' liPrSMtfrf Sll^^ 



gnu mxmxmmmm ° 

^mmmxmmmm^xmxmmn • ws-r to j . mix r 

ISIJ THPInfoJ ^ r Working in ComfortJ ; M^BW HP : 

www.hp.com/ergo 

HP g#IilW$»f|g^ii » B^nJtlM#SJI±l^@^^lt^^ HP X 

f^fi - nt^mimm » hp - hp amfsa^^ii 

hp itfMif ° 
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mmmmmw,^ 



mm ... 


m#ih ... 


mtmmnm 


• x2100 gc«?g — Xf^H^MI^S*^^l° 




• **8f£-<I$t{ft«TO 

x2100 Technical Reference/Troubleshooting Manual 
ffi : %U±WtWflWkWi * IRQ * DMA - I/O ffc&h - 

mmmRwmmmmmmw * mimmimx 
mmmm * - rnmmm ° 




www.hp.com/go/workstationsupport — nTTOcWi 




• W#B»it a rjgfiiSHj sic r H p #: 



qJS hp ISufiTii^OT 

HP Xf^yfiPJfi (www.hp.com/go/workstationsupport) ±U&M%ff}1%M : Mffl, ' 

Xm&±.mB%m Adobe m Acrobat Reader > 77tS*!tt£&?W±*£lft*§r£ ° 
nj g Adobe Systems Incorporated PJfi : www.adobe.com ^ffTDc Adobe S^J 
Acrobat Reader ° 

mm^mmn > mmME%mi±i&#M±w a hp instant support} °& 
rnmmm » it g?-r windows jgsift r n^j sia • mm r gsmij t 

W THPInfoJ^ ryour HP Workstation J ° 



HPx2100&ffi£EtS 





HPx2100 Iff SB 




14.4 £ff (31.68 $) 




MS :21.0 &5>(8.26^) 

: 49.0 (19.29 
rl® : 47.0£^ (18.50 ) 


f£ffl®*I (Footprint) 


0.09 TO£>K (1.06 zp^utf ) 


«f*ig(ISO 7779) 

M^imm ■ 


LwA <=40.5 dBA 


mxnm ( mxm » us ) 


100- 127 VAC, 5.5 A 
200 - 250 VAC, 2.5 A 
50/60Hz 
492 W 




25 W 




8% 3£ 85% ( ) 




M^+10S+35® 

( m& +40 m +95 a ) 



jasS : www.hp.com/workstations ° 
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tmummmmnmm » %mm 3 w • <mm#^ - / 11m 
(on/off) w^&tgM^mfif*ji^ws^ ° am -off » it mw 



1 aasnffimfBifi 
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&m. X2100 IfPufi 



en X2100 xmti 

m. -mm » tom^ = 

isffXJPPnJ3c££XfF& -> {a^fi^SUcliSIXf^ttftWBB^ ' MiJfffffiffl t-is 

w Torx if m^-^mm u&i- • 



16 



&m. X2100 IfPufi 
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&m. X2100 IfPufi 



■ 1-2 




mm 



( gJE ) 



?t it ( itfe ) 



25-pin WnmMM ( ) 



LAN 

# §! ffi ffl p iss ^ g 01 ii ii s 

LAN ° 




2 ffl 9-pin PfWWM ( ffi 



ffi USB ftpl ( Mfe ) 



;»B#rS»£HBf - lift ° 
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&m. X2100 IfPufi 



flAfPA / M ( HJSIifeSsl ) m 

nim > mmxnmmvx • Daisy 



ww^ttg^ ( ) mm 



m 1-1 m&xim^mzmM^m^mmmm°^mm&Mtmmm 



mm 



wmmmMM ddc-2b m ddc-2b+ t@g - i«aba#s 



& 1-1 



■^H-|5flSJPP«T*ll«» 







mmmm (Hz) 2 


Matrox G450 


640x480 

800x600 

1024x768 

1280x1024 

1600x1200 

1920x1200 

2048x1536 


60, 70, 72, 75, 85, 100, 120, 160, 200 
60, 70, 72, 75, 85, 100, 120, 160, 200 
60, 70, 72, 75, 85, 100, 120, 160 
60, 70, 72, 75, 85, 100, 120 
60, 70, 72, 75, 85, 100 
60, 70, 72, 75, 85, 100 
60, 70, 72, 75, 85 


nVidia Quadro2 EX 


640x480 

800x600 

1024x768 

1280x1024 

1600x1200 

1920x1200 

2048x1536 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170 
60, 70, 72, 75, 85, 100, 120 
60, 70, 72, 75, 85, 100 
60, 70, 72, 75 
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&m. X2100 IfPufi 



m 1 -1 mmnm^mmmmmm ( it« ) 







mmmm (Hz) 2 


nVidia Quadro2 Pro 


640x480 

800x600 

1024x768 

1280x1024 

1600x1200 

1920x1200 

2048x1536 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170 
60, 70, 72, 75, 85, 100, 120 
60, 70, 72, 75, 85, 100 
60, 70, 72, 75 



2. ^^m^m (color depth) mtimMMMm - 



1. wmm^wmwnM ( $ % mm Ait at « a •t # i%# a >° 

2. ®*nniHwmii«i^'j«Agf*teW«ffi • 
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mmxmm 

mm hp mmmm • »x^TO#i^gKifa$$ : 



■ 1-3 IfPilil 

I OO OO L 




• t * ° immmmmmmmimffii&mm%. ( n# 1 5 a ) ° 

• x^***# - $fe5tig hp jLmmmmtmjtft ■> mm - > 
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m 70 £rj us a - ^mmmmMM ( n^n^j^it^s^ 20 a ) • 
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mmAmxmmm 

hih ° x^ ' if ^s®f*m ' sffjt^/j^ji 5 10 mm. ° 

l^AH^f^ijAifXfOTWfllW ■ 

• isitamx^ft^w^^pms^ii ° Man : ^otisi > mm * % 
\f > is^mssxf^iiii^^i) > ima^t f#a*sw^ = is ^?itx 
as ^ m - ffj^flfflMis ■ ^>mmm\%umm%^ > sx 
m&p i Ik ' 

• mmxmxmmmmnm •, mm • Anx#^{@AXff x * m * itst 
wiis - tmmmmmmm • m^pimx * nx * *±«^^ffl n n p/fi 

f P HP ^f&fSHCKi£ A© flW ((Working in Comfort)) ( gKIfiXCfF ) $J5 

±JS c £lft rinformation SourcesJ ( Xf^M ) ^ In HP : 

www.hp.com/ergo 
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SBKMHXfBfi 



BBRIIIIHIffifla 

1. ^ijx^^M ' ^^hhtoi! -> 
# & m ^iK-fti ft Jfi ^ ti is Hi ji h# # m m ft rufl 11 g a a §*j 

(Power-On-Self-Test > POST) ° §t^HlttPJ!SWPIE9^^4 ' If S^T <Esc> 

n ° post ^mm%m » f^sfMiiTKffi* • 

3. g^EIfftfilft Setup g£*f8S^&«S'ffi#£^POST&|S^®®|| 
^ ° H/KHflfllA^tgffifflittX^^^ftl ' M^-T<Enter> ° 
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1. rmxmm^m post m - ^p^ki^w^^^^ ° 

gflt^Ii - If ((Working in Comfort)) ( Sf«!8ffiffl#ftjA!lXM 

2. sj^^g^iem* ' a-T roKj » KfiPssfiFiiif^fi ■ 

W<MB,ft J (Emergency Repair Disk) • HP ^li/gUffifflfffi^TJKSf^ 0 



fT-° 
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SSSUffiJUfPflfi 



tBSIfRBBSlEB 

TSummary ScreenJ ( fi^S® ) lgXWllXfpi?£ i ftjffig^fif g ( MStJ'BIOS 

its* > cpu mm * immms.±'h - mE^m^mmmmmw ) ° 

1. rmmTr^nmmrmxm^ ° ijxf^er^ • it §t#jm > n 

2. ||^S±m3g^Fi&Sli£l^' Wjg-T <Esc> Wim r Summary ScreenJ ( 
AZSPilA Setup fM^MSiji TSummary ScreenJ ' XI9S <Esc> 
<F2>) ° f!#M'S : iiX rsummary ScreenJ ° S^ll^X^ <Pause/Break> 
flBP#^f± TSummary ScreenJ ' gSffiflfSXilllMtf ° 
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mwti setup m^mmxim ( wan - ts^^^n^fflt^m * ^ss^f-is 

gil HP Setup HjE 

2. SSJgM^ <F2 setup> H# - jg— T <F2> - ^fi|r£SB#^T <F2> - ^fjj 
^ttSS <F2> ■ 

S3S±#K^Xf^fi Setup fM^WH^S® ° TMain MenuJ ( ±$)ffiM ) #H 
^llfitf ¥ ; M$H ' BIOS JK^iJc TDate and Time J ( BJJB&BrrlBJ ) - 

Main Menu ( ±EDi^ ) 

TMain MenuJ Ig^#f5liffl ' fefi?T^J#fl : 

• E£SSW bios Its* 

• mmmmm 

• mmm NumLock ( m%M&& ) 

I" Reset Configuration Data J ( S^SHSif M ) B!$fi r NoJ ° MM r YesJ ' ffi 
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essnffijufpufi 

EBIfBfi 



Advanced Menu ( ilPglx^SDI^ ) 

r Advanced MenuJ fififfSiSif? ' M®M ■ 

• SBEIEtlfi'KIX - USB if > lE£j£ I/O ' &H^#5&§§g (Integrated 
Audio Device) 

• &mmm > ide us ( ±sfn^s ) 

Security Menu ( g±t££Di^ ) 

^^jfE^nJftM^SE r System Administrator Password J ( IfSMiSftl ) N r User 
Password J ( fjgffllf^fiS ) - Tpower-on Password J ( dfl^SS ) > TFixedDisk 
Boot Sectorj ( SJIHlil ) Wff M^fB ' 

fflfsw > mm ' ffl ide-hdd mmmmwi ( it #kh 29 r s hp 

Setup fMi^lx^ffij ) - 

Boot Menu ( WWPSti&B. ) 

mmBiosmMm%m'jmwfm° rQuickBoou ammm)m^.mmm 

Power Menu ( Vm&Bllg&S ) 

TNetwork Interface J ( S^® ) WmWm^m^m^.^m ' S^UE 

setup u^mmmmmm. > tm%%mmfm • ^i^fi^iEiifi - nr&g$ 
° ^8£jh«« ' its <F9> sp^mim setup mmm ° 
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£ HP Setup fi^cpIS^fii 



s hp setup eacpBassa 

SinJM^I&ffll ' fll^if^MifSfl^fl : IP r Administrator Password J 
( ffSM^SI )^ Tuser PasswordJ ( ffiffl#^5S ) ' Tpower-on Password J ( 

mmmrn ) - setup g^ft r Se curit y j immm^±m^m • 

^SJtnJ^MSH setup jg^mWWIftSffl ' ffiffl#&«g#M»MgBffi 

TMain MenuJ 8ty5fli ° 

Hffl rp 0 wer-on Password J il« ' J»^fi)If1^B^f?f ft A^ftl ' nJ 
ffiffl r Administrator PasswordJ 2% TUser PasswordJ ° 

1. mh Setup IMx^ ■ 

2. MIX Tsecurityj 5tlf£|t ° 

3. ilfX rAdministratorJ ^ TuserJ ° 

4. IP r Set Administrator J M l~User Password J Wt*MM U 0 M'J&MW&X^ 
i% 2 % ° 

t&^ffl r Power-on PasswordJ ' If IPX r Enabled J fx^li ° 

1. T<EsO^(lPX TExitMenuJ ^ ' ffgc r Exit Saving ChangesJ JUA 

mm%.mm s e t up ° 

Ix^lff^filH ' ^&SBttKfi®£MJ£— T <Enter> ■ <Enter> fit |1 

SIM ° 

mmmmmm 

flf ftMS^Wffllf ' If #H HP IH2r4±^ «x2100 technical reference)) : 
www.hp.com/go/workstationsupport ° 
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essnffijufpflfi 

S HP Setup ^^cpSS^SI 

^nJ-SE HP ^HHH^ www.hp.com/go/workstationsupport fr-J r Software and 
Drivers J ( ftf§f31Ill@j£ ) SPf&TftSffWXf^SfiHilg^ffl BIOS ° 

^WSffW^SSgtf H ' W^PuftSiS! ' s!cS# HP #!& : 

www.hp.com/go/workstationsupport ° 

HA CD-RW ftiin^iu 

DjOSM^mti HP x2100 XmmBW CD-RW ffiflW - ffiffl^ffi 
WA / mmX^mm ' ft S r Applications J ^ffi ( X^SfiSBWt iSJiSE 

^*$^±^mf@*^#:fi - mmmm cd-rw wa^^ ° 
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*mmm X 2ioo ximm^mmmm^mmmm ° 



rmmm^mmmmmm ° mmmmmmm • imm^mn rmm hp 

MaxiLife l^ifTPdHJ — SB ° 
R 2-1 5|5lE«BBIfBfi 













HffiSiKigK (Power-On Self Test s POST) Pa^USS^ ° 




. . . 




mm&mm (post) &tmwwM 


W&W&tSMW 'post 

imt j gpf& - ^mwii post fgti 
wtsifrffm ' m^mm hp 

www.hp.com/go/workstationsupport 


^JUffiffS ' If HP e-DiagTools ^ DiagTools ( If 40 M ) • 






1. H-@»iiS#^ii»7»» ( if # 
M rSMSftmWiftSW ms«j - 

HP ) ° 

2. HP £S ( If 45M)° 
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m 2-2 ximmmmm 





i%*$.i!k . . . 
















W Windows SfcfM^ft ' ^SlEffi 


^Bpmmmmmmmmm^ ■■ 

www.hp.com/go/workstationsupport 


ffifflUffW BIOS • 


«e hp m^rmmmm bios : 

www.hp.com/go/workstationsupport 


^ffiffl USB m^tS ' ^JHfEffl 
Windows 2000 W, Windows XP \fm?h 

m » 


@ Iff Windows NT USB gH« 






. . . 






m^mmw^mft led f§3n$a&w 




° fitfgmMEISAIfF 




iiiift n ( m ) mm ° iifgra 

^EIEMM^SXf^fP®¥°M 
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m 2-2 ximmmmm ( mm ) 





fOffl it# W 11 [B II 7K (on-screen 
display ' OSD) WLW&MWl&W/i 




if vsjtis . . . 






• Windows 2000 Windows XP : 

s • tfjan^a . <fs> 
mx vga fi^ijx^^ ■ x 


^Ifl^Ir&fflJBfl^SE ' ft IMf HP e-DiagTools ( If #ISM 40 M ) • 




. . . 






i. MfflXf^tt(^fflusB?tSlIiJ 

3. mmxim ■ 


MffllEMMg^ ° ^ffiffl hp if] 

oimwmn. • it n ^essjeto 

HIMM j£ ° $ill)fI^BIP(ifB$Windows 
2000 fD Windows XP flKlfciW • 


^HPP5fi±TfcHffW.WM^ : 
www.hp.com/go/workstationsupport 


ffifflUffW BIOS » 


ft HP P&±Tfcftfflft BIOS : 
www.hp.com/go/workstationsupport 
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m 2-2 ximmmmm ( mm ) 







IffSTB 




j — , 

; 






eiff^si&^JSflWFS ' mmi hp e-DiagTook ( it 0mm 40 m ) • 




. . . 











• flff HP e-DiagTools • & TOSftlfrW ( ^SJMEtt ) ' 

• m.W HP 3t$t$Rj% www.hp.com/go/workstationsupport ' S^fHJfiXlli^J 

• Mmxmm bios ■ t^s hp ^mmmmxmmmm bios ja&an 

MMI/f BIOS : www.hp.com/go/workstationsupport 

• iinjt^is^ hp 5sa«b# - Bfmmmm » MfiAs^fwrnfi ° 

• iiaiiffiK hp f-ta^ - sScSiidiBt ratsfn hp ^a* ( ±x 10 
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mm^xmrnmrn » ^i&i hp \xmrnm hp $g*ft$ftfr!8@&& (hp # 

9ft 5062-5590) - ff ititMH##@eW 2 HP f^ljS^Sff SI ° 

iilPlWIitH ' If #M HP ^flPJfiW «x2100 Technical Reference) : 



www.hp.com/go/workstationsupport ° 



xmmmnm 

HP MaxiLife ^irRljl 



Sffl HP MaxiLife E&mmm 



m 2-1 



m ffi Ji £ & M ISC g M r£ IE f M fP ft If Jfc T ' HP r MaxiLife LCD Status 
PanelJ (MaxiLife LCD ) mmimS)]1&&WXim&)fflm ' Zttffim 

MaxiLife LCD WftmW. 



lcd mmrnm 




LCD iPTOfl 
M?I On/Off wm 

fil£ (Reset) gffi 

mm^-m lcd ^timit^xiitgs - fMiigisat^s § Fiii - 

SiilWMfSWl ° mmim MaxiLife H^MllSPt ' If 
HHHT^J HP IfpiSfHii (www.hp.com/go/workstationsupport) J 3 /fJi#tfi / iJ 
( x2 1 00 technical reference manual )) ° 



wm%TT.mm aa/osfflm • hp MaxiLife \m^mmmnjf>2m% 
f? ° m-<H^»fm^^#ffi lcd mmu±M7mM. ■ ^Kittita - fi 



NIG ^fBffffilf^ttr^SPTCftWfflffllff^ ' W#K {x2100 Technical Reference 

manual)) ( 5£ www.hp.com/go/workstationsupport) ° 
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HP MaxiLife BMf^M 



2-3 mmmmffaxmmm 







ERROR! CPU Socket 


ttrac cpu mm mmmmm^m^ ° 


ERROR! Power Supply 




ERROR! No video 




HKKUK! Contin Mouule 


lllfiB^i RDRAM jgP'K (continuity ) 


ERROR! No RIMM 


^cgcg RDRAM fill • 


ERROR! RIMM Speed 


DDRAM flM^MWMSSg^ft 0 


Mem Miscompare 


#rl£ RDRAM fl|fl^SBIE5i±ftgf^ (identical 
pairs) ife^g ° 


Memory Error 





post mmmmmm 

mmmr^mmM • ems post (p OW er-on self Test - mm^mwm ) mm 

2-4 qJigailGUIfPufii^ 







HPx2100 Info Services 


mmm ° 


Error (Error Description) 


POST • ^f^HMMIft ' If 
0IH (x2 100 Technical Reference) ° 
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xmsamm 
mmm&mwmwmm 




®&}Xm&m ' BIOS #$lfr r^M^lffj (Pre-Boot Diagnostics) R rp^f 
|« j (Power-on Self Test - POST) > WMiSfiBfiBEgJlSWraJB 0 POST 

sa^c^c hp ° ms^mimxnmm - ^mss s^L^istft 







1 


&*gi«sss * *iE5tagEaasiic*iiiffl zif jstt 


2 




3 




4 




5 


pnp/ xwmmitmm 


6 


Bios SStR ■ i2^»fe«leltlgff 


7 





m&M ' lEtiti (3 m ) - nm-f (4 a« > • a Pnp/ if^ (5 % ) 
15 ^atrj • 



mmwmm 
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HP DiagTools WM&ffi 



HP DiagTools Slll$tt 



mmmmMimtm^m > hp Diagtook nc hp e -Dia g Tooi s ®tf pus 
mu^ ° mm&mmj&mm hp if^xj^fiffliiw^ii ° neam^jH:^ 
is ° 

• ff ^ hp £jf AJilEfig^ jfM ' wigf&i * w«*jssttras ° 

^mkt&fBU^WMMJi ' §f#W HP PJfiW 1x2100 Technical Reference) ■ 
www.hp.com/go/workstationsupport ° 

WM e-DiagTools 

imBmmmm hp e -Dia g Tooi s n : 

— HP Workstations Drivers and Diagnostics 

• HP DiagTools • & nf^S HP 5 If #I&±fTIilltt^Sg : 
www.hp.com/desktops/diagtools 
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HP DiagTools WM&ffl\ 

&Wmti$'2kmW&%W&W} e-DiagTools 



1. Jtff^ijjlfpyfi ' MM "Press F10 to enter HP Utility Partition or any other 
key to proceed..." ( ST <F10> MX HP &MU£ft&&t$&ii&MtiRIA •••) ^ 
JiNf ' S-T*fgll<F10>» 

2. jSRXM^ffWS!^ ' Ml e-Diagtools MPKf^^ ° 

fflftfil^I) e-DiagTools 

1. jf? HP Workstations Drivers and Diagnostics ftMfflLXftMM^ 1 ° 

2. mmmmx\m ° 

3. sht <fs> mmmmm\mmmm ° 



Hsta s^fiitir^fi ' ft sifMifM; » <f2> hp i^im^ ° it 

t&g Boot device ( ^115151 ) fS^ ' BUBIf^finlfi^aiMtS ■ 



Wn HP e-DiagTools 

nil fill ■ 
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HP DiagTools WM&M 

m^mam^mmmmmm^ • <im%msL support Ticket < ^siesi ) ° 
ithHHiiMM^wx^i ' mmwmmm - ^it&«tfM hp ^am -> 

^fflffiBUftltt HP e-Diagtools » fil^EMI® TCP/IP ( fll«£ ) f^il 
(LAN) » BlJnTSSJJi^SJffW^TCfll^ e-Diagtools ftW^S 

^^m^w hp e-Diagtoois - m^wmMm±Mir^.mimmm, ° 

ti njf Jffl Support Ticket Viewer fM^M^fSfifg^ ° 
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HP 011 (Recovery) ftffittfJftMllfflMMfKBBil ' ^Sff^SWSjg^lKK 

SPWSft^lliaillfS^fiPE^SW^fi " 2 ^ftfilli HP Workstation Recovery ft 
Sell HP Workstations Drivers and Diagnostics ° 

ftfllUMSDig ? 

HP HtIft5IJt^T3?(l?(ltg : 

• Windows 2000 3? Windows XP : 

m hp xmmtm hp - 



• Xfcti&ffltM'&Mffi'n HP Workstation Recovery ftfilffl HP Workstations 
Drivers and Diagnostics ftfilGW* ( SRf&Xf^ttlSfflSS^ffiffl HP 
Workstation Recovery ftfil ) ° Ifft±S ' Mfflfi'£MRlMjSMK%M ' 

• »ffimtf0^if^ft^m^ifw bios its* • 

• Sfeftp IM^IS^ : iflfc BIOS JlM^fil - ffi Tsecurity j J*t^±P/fWW 
Hardware Protection ( 5Mtf ^ff ) MBtxM Enabled ( ^ffl )J M blocked 
( m^Mfc ) J ( ^UlttiiPl )°Mn t&gJtS'gffl Booting from the CD-ROM 
( SftflP^fl ) i ffi r BootJ iMtHW Boot Device Priority List ( 
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1. iimf^n^^fflx^ ° 

3. jf§ HP Workstation Recovery 7^S£A^iltl4^^fjjlMS ° 

4. jgT <fs> mmmwMmmm • 

5. «n#a^ffliMt8 ' mmmmi dos wjm^ ■ its^^awM 
m > hp ifp&Mt hp Mirnxm ° 

6. fflSS^a®^ ' m%mm*m Recovery ftffll ■ 

7. {gf HP Workstations Drivers and Diagnostics TtfiliftA^filtl^' ° 

8. JS r YJ fill ■ 



9. tijJIWif 7kS®H# ' IXffi HP Workstations Drivers and Diagnostics 



xmmmnm 

HP H§!fi/li\llMto«sS 



hp mmmmm^m^ 

THP M^frbMB^'bl (Customer Care Centers) a]W,$]®M& HP Muntf]^ 

mmm • miif tot m^ww ° i»ftfS£»?gfi 24 ^mmi* > 

s«EMiJm-^±SEB#^ • T?'Jf§ hp H^6flga*^>mW»ih : 

http://www.hp.com/cpso-support/guide/psd/expectations.html 
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Declaration of Conformity 
according to ISO/IEC Guide 22 and EN 45014 


Manufacturer: 


Hewlett-Packard Company 




3404 East Harmony Rd. 




Fort Collins, CO 80528 




USA 


Declares that the: 




Product Name: 


HP Workstation 


Model Numbers: 


A7777A, A7778A, A7779A, A7780A, A7882A, A7883A, A7884A 


System Number: 


xlOOO is the System Number for the previous seven Model Numbers 


Model Numbers: 


A7863A, A7864A, A7865A, A7866A, A7867A 


System Number: 


xl 100 is the System Number for the previous five Model Numbers 


Base Product Number: xlOOO and 5X150 


Product Options: 


all 


conforms to the following specifications: 


Safety 


IEC 950:1991+A1+A2+A3+A4+A11/EN 60950:1992+A1+A2+A3+A4 




IEC 60825-l:1993/EN60825-l:1994+All Class 1 for LEDs 




USA 2 1 CFR Subpart J - for FC Laser module 




China GB4943- 1995 




Russia GOST R 50377-92 


EMC 


CISPR 22: 1997 / EN 55022: 1998 Class A 




CISPR24: 1997 /EN 55024: 1998 




IEC 61000-3-2: 2000 / EN 61000-3-2: 1995 




IEC 61000-3-3: 1994 / EN 61000-3-2: 1995 




U.S. FCC Part 15, Class A 




Japan VCCI Class A 




Australia/New Zealand AS/NZS 2046.1/2:1992, AS/NZS 3548:1995 




China GB9254-1988 




Taiwan CNS 13438 Class A 




Russia GOST R 51318.22-99 


and is certified by: 






UL Listed to UL1950, 2nd edition, File E146385 




cUL Listed to CSA 22.2 No. 950-M93 




TUV Certified to EN60950 2nd edition with A 1 +A2+A3+A4 




HP Fort Collins CCQD HTC 


supplementary information: 


The product herewith complies with the requirements of the following Directives and carries the CE marking accordingly: 


- the EMC directive 89/336/EEC and 92/31/EEC and 93/68/EEC 


- the Low Voltage 


Directive 73/23/EEC and 93/68/EEC 


This product was tested in a typical Hewlett-Packard workstation configuration. 


For Compliance Information ONLY, contact: European Contact: Your local Hewlett-Packard Sales and Service Office or 


Hewlett-Packard GmbH, Dept. HQ-TRE Standards Europe, Herrenberger Strasse 130 Boeblingen (FAX: +49-7031-14-3143) 


Americas Contact: Hewlett-Packard, Fort Collins Site Quality Mgr., Mail Stop 64, 3404 E. Harmony Road, Fort Collins, CO 


80528, U.S.A. 
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fcc MFFMHS ( liiifflBSiffl ) 



NOTE This equipment has been tested and found to comply with the limits for a Class A 

digital device, pursuant to Part 15 of the FCC Rules and the Canadian Department 
of Communications. These limits are designed to provide reasonable protection 
against harmful interference when the equipment is operated in a commercial 
environment. This equipment generates, uses, and can radiate radio frequency 
energy and, if not installed and used in accordance with the instruction manual, may 
cause harmful interference to radio communications. Operation of this equipment in 
a residential area is likely to cause harmful interference in which case the user will 
be required to correct the interference at his own expense. 



Hewlett-Packard's FCC Compliance Tests were conducted with HP-supported 
peripheral devices and HP shielded cables, such as those you receive with your 
system. Changes or modifications not expressly approved by Hewlett-Packard could 
void the user's authority to operate the equipment. 



This Class A digital apparatus meets all requirements of the Canadian 
Interference-Causing Equipment Regulations. 

Cet appareil numerique de la Class A respecte toutes les exigences du Reglement 
sur le materiel brouilleur du Canada. 



If the power cord is not supplied with the computer, select the proper power cord 

according to your local national electric code. 

USA: use a UL listed type SVT detachable power cord. 

Canada: use a CSA certified detachable power cord. 

For your safety, never remove the Workstation's cover without first removing the 
power cord and any connection to a telecommunication network. Always replace the 
cover before switching on again. 
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Si le cordon secteur n 'est pas livre avec votre ordinateur, utiliser un cordon secteur 

en accord avec votre code electrique national. 

USA: utiliser un cordon secteur "UL listed," de type SVT. 

Canada: utiliser un cordon secteur certifie CSA. 

Pour votre securite, ne jamais retirer le capot de l'ordinateur sans avoir 
prealablement debranche le cordon secteur et toute connection a un reseau de 
telecommunication. N'oubliez pas de replacer le capot avant de rebrancher le cordon 
secteur. 



Bij dit apparaat zijn batterijen geleverd. Wanneer deze leeg zijn, moet U ze niet 
weggooien maar inleveren als KCA. 



Wenn die Batterie nicht korrekt eingebaut wird, besteht Explosionsgefahr. Zu ihrer 
eigenen Sicherheit sollten Sie nicht versuchen, die Batterie wiederaufzuladen, zu 
zerlegen oder die alte Batterie zu verbrennen. Tauschen Sie die Batterie nur gegen 
den gleichen oder ahnlichen Typ aus, der vom Hersteller empfohlen wird. Bei der in 
diesem PC intergrierten Batterie handelts sich um eine Lithium-Batterie, die keine 
Schwermetalle enthalt. Batterien und Akkumulatoren gehoren nicht in den 
Hausmull. Sie verden vom Hersteller, Handler oder deren Beauftragten kostenlos 
zuriickgenommen, um sie einer Verwertung bzw. Entsorgung zuzufiihren. 



Larmangabe nach Maschinenlarmverordnung - 3 GSGV (Deutschland) LpA < 70 db 
am Arbeitsplatz normaler Betrieb nach EN27779: 11.92. 
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WBB$B*2£MVIR (Class A) 



fflB$B^S)±MPH (Class A) 



zomit mmmmmtsmmm (vcc i ) cds$ 
m&mztztmnt, zmsizmmmmmmf 



AIBAI e_MJI£ (A^ A A ) 
& H|2JVS^?^ API Hiaurj. 
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^m.mmw-jtmm hp js n a p - mmmmmm^m - > mmm ■ us 
ffiiiatsfi ' ^ffi±itjSp n paffl«@KH^R : hp Kniijffi r H p $*tiiip n pWPif*@j 

(HP Software Product Limited Warranty) ° 

FOR CONSUMER TRANSACTIONS IN AUSTRALIA AND NEW ZEALAND: 
THE WARRANTY TERMS CONTAINED IN THIS STATEMENT, EXCEPT TO 
THE EXTENT LAWFULLY PERMITTED, DO NOT EXCLUDE, RESTRICT OR 
MODIFY AND ARE IN ADDITION TO THE MANDATORY STATUTORY 
RIGHTS APPLICABLE TO THE SALE OF THIS PRODUCT TO YOU. 

Hewlett-Packard (HP) warrants this hardware product against defects in materials 
and workmanship for a period of three years from receipt by the original end-user 
purchaser. 

The three year warranty includes on-site service during the first year of use (free 
parts and labor), and parts service provided by an HP Service Center or a 
participating Authorized HP Computer Dealer Repair Center, during the second and 
third years of use. 

If HP receives notice of above defined defects during the warranty period, HP will 
either, at its option, repair or replace products, which prove to be defective. 

Should HP be unable to repair or replace the product within a reasonable amount of 
time, the customer's alternate exclusive remedy shall be a refund of the purchase 
price upon return of the product. 

The system processor unit, keyboard, mouse, and Hewlett-Packard accessories 
inside the system processor unit — such as video adapters, mass storage devices, 
and interface controllers — are covered by this warranty. 
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This warranty is extended worldwide under certain conditions (please check with 
your local HP office) to products purchased from HP or an Authorized HP 
Computer Dealer which are reshipped by the original purchaser either for use by the 
original purchaser or provided as an incidental part of systems integrated by the 
original purchaser. When available in the country of use, service is provided in the 
same manner as if the product was purchased in that country and can only be 
provided in countries where the product is designed to operate. If the product is not 
normally sold by HP in the country of use, it must be returned to the country of 
purchase for service. Response time for on-site service, and parts delivery 
turn-around time for parts service, are subject to changes from standard conditions 
based upon non-local parts availability. 

The above warranty shall not apply to defects resulting from: misuse; unauthorized 
modification; operation or storage outside the environmental specifications for the 
product; in-transit damage; improper maintenance; or defects resulting from use of 
non-HP software, accessories, media, supplies, consumables, or such items not 
designed for use with the product. 

Reloading the bundled or pre-loaded software on your Workstation is not covered by 
the HP warranty. 

HP MAKES NO OTHER EXPRESS WARRANTY, WHETHER WRITTEN OR 
ORAL, WITH RESPECT TO THIS PRODUCT. ANY IMPLIED WARRANTY OF 
MERCHANTABILITY OR FITNESS IS LIMITED TO THE THREE- YEAR 
DURATION OF THIS WRITTEN WARRANTY. SOME STATES OR 
PROVINCES DO NOT ALLOW LIMITATIONS ON HOW LONG AN IMPLIED 
WARRANTY LASTS, SO THE ABOVE LIMITATION OR EXCLUSION MAY 
NOT APPLY TO YOU. 

This warranty gives you specific legal rights, and you may also have other rights, 
which vary, from state to state, or province to province. 

THE REMEDIES PROVIDED ABOVE ARE THE CUSTOMER'S SOLE AND 
EXCLUSIVE REMEDIES. IN NO EVENT SHALL HP BE LIABLE FOR ANY 
DIRECT, INDIRECT, SPECIAL, INCIDENTAL, OR CONSEQUENTIAL 
DAMAGES, WHETHER BASED ON WARRANTY, CONTRACT, TORT, OR 
ANY OTHER LEGAL THEORY. 
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The foregoing limitation of liability shall not apply in the event that any HP product 
sold hereunder is determined by a court of competent jurisdiction to be defective 
and to have directly caused bodily injury, death, or property damage; provided, that 
in no event shall HP's liability for property damage exceed the greater of $50,000 or 
the purchase price of the specific product that caused such damage. 

Some states or provinces do not allow the exclusion or limitation of incidental or 
consequential damages — including lost profit — so the above limitation or 
exclusion may not apply to you. 

mmm\%mm 

To obtain on-site warranty service, the customer must contact an HP Sales and 
Service Office (in the US, call the HP Customer Support Center at (970) 635-1000) 
or a participating Authorized HP Computer Dealer Repair Center. The customer 
must be prepared to supply proof of the purchase date. 

The system processor unit, keyboard, mouse, and Hewlett-Packard accessories 
inside the system processor unit — such as video adapters, mass storage devices, 
and interface controllers — are covered by this warranty. 

During the on-site warranty period, customer-replaceable components may be 
serviced through expedited part shipment. In this event, HP will prepay shipping 
charges, duty, and taxes; provide telephone assistance on replacement of the 
component when necessary; and pay shipping charges, duty, and taxes for any part 
that HP asks to be returned. 

On-site visits caused by non-Hewlett-Packard products — whether internal or 
external to the system processor unit — are subject to standard per-incident travel 
and labor charges. 

On-site service for this product is restricted or unavailable in certain locations. In 
HP Excluded Travel Areas — areas where geographical obstacles, undeveloped 
roads, or unsuitable public transportation prohibit routine travel — service is 
provided on a negotiated basis at extra charge. 

Response time for HP on-site service in an HP Service Travel Area is normally next 
business day (excluding HP holidays) for HP Travel Zones 1-3 (generally 100 miles 
or 160 Km from the HP office). Response time is second business day for Zones 4 
and 5 (200 miles, 320 Km); third business day for Zone 6 (300 miles, 480 Km); and 
negotiated beyond Zone 6. Worldwide Customer Support Travel information is 
available from any HP Sales and Service Office. 

Travel restrictions and response time for dealer or distributor service are defined by 
the participating dealer or distributor. 
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Service contracts which provide after-hour or weekend coverage, faster response 
time, or service in an Excluded Travel Area are often available from HP, an 
authorized dealer, or authorized distributor at additional charge. 

The customer may be required to run HP-supplied diagnostic programs before an 
on-site visit or replacement part will be dispatched. 

The customer is responsible for the security of its proprietary and confidential 
information and for maintaining a procedure external to the products for 
reconstruction of lost or altered files, data, or programs. 

The customer must provide: access to the product; adequate working space and 
facilities within a reasonable distance of the product; access to and use of all 
information and facilities determined necessary by HP to service the product; and 
operating supplies and consumables such as the customer would use during normal 
operation. 

A representative of the customer must be present at all times. The customer must 
state if the product is being used in an environment which poses a potential health 
hazard to repair personnel; HP or the servicing dealer may require that the product 
be maintained by customer personnel under direct HP or dealer supervision. 
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When parts warranty service applies, the customer may be required to run 
HP-supplied diagnostic programs before a replacement part will be dispatched. The 
customer must be prepared to supply proof of purchase. 

The customer shall return some defective parts upon HP demand. In that case, HP 
will prepay shipping charges for parts returned to the HP parts service center. 



HP free telephone support for your Workstation is available during the first year 
from date of purchase. This service will also provide technical assistance with the 
basic configuration and setup of your HP Workstation and for the bundled or 
pre-loaded operating system. 

HP does NOT provide telephone support for Workstations configured as network 
servers. We recommend HP NetServers for your network server requirements. 

(Rev. 17/03/98) 
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THIS HP SOFTWARE LIMITED WARRANTY SHALL COVER ALL 
SOFTWARE, INCLUDING OPERATING SYSTEM SOFTWARE, THAT IS 
PROVIDED TO YOU AS PART OF THE HP PRODUCT. IN CASE OF 
CONFLICT BETWEEN HP AND NON-HP WARRANTY TERMS, THESE HP 
WARRANTY TERMS SHALL PREVAIL. 

HP RWl 

HP warrants for a period of ninety (90) days from the date of purchase that all 
pre-installed HP software will execute their programming instructions when all files 
are properly installed. HP does not warrant that the software will be uninterrupted or 
error free. In case of software failure to execute its programming instructions during 
the warranty period, customer's remedy will be the replacement of software 
provided by HP or a refund upon return of the product and all copies of software, 
installation instructions and remote assistance (by phone and/or by E-mail). 

$rfa tf] #:ft ( £ ^ Pt. Rt ) : All other software is warranted by the software vendor 
and is not warranted by HP. 



HP warrants for a one (1) year period from the date of the purchase the installation 
and configuration of the pre-installed version of the operating system and software. 
HP does not warrant that the functionality of the operating system and software will 
be uninterrupted or error free. During the warranty period, in the event of a software 
failure to execute its programming instructions during the installation and/or 
configuration, HP will provide customers with remote assistance (by phone and/or 
by mail) for re-installation and configuration. 

#f % $r 6\7 ft %. $• Mj '■ Other Operating Systems are warranted by the Operating 
System vendor and are not warranted by HP. 



HP warrants the removable media, if supplied, upon which this product is recorded 
to be free from defects in materials and workmanship under normal use for a period 
of ninety (90) days from the date of purchase. Customer's remedy in case of defect 
will be the replacement of media provided by HP or a refund upon return of the 
product and destruction of all other non-removable media copies of the software. 



Microsoft immmmm 
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'• Customer must notify HP in writing of any warranty claim 
not later than thirty (30) days after the expiration of the warranty period. 

ffi SI l 5 ^- ■$'] : HP makes no other express warranty, whether written or oral with 
respect to this product. Any implied warranty of merchantability or fitness for a 
particular purpose is limited to the 90-day duration of this written warranty. HP is 
not liable in case of misuse, unauthorized modification, improper maintenance, or 
defects resulting from unauthorized use with non HP equipment. 

-^ii^Mt P&f'J : THE REMEDIES PROVIDED ABOVE ARE CUSTOMER'S 
SOLE AND EXCLUSIVE REMEDIES. IN NO EVENT SHALL HP BE LIABLE 
FOR ANY DIRECT, INDIRECT, SPECIAL, INCIDENTAL OR 
CONSEQUENTIAL DAMAGES (INCLUDING LOST PROFIT) WHETHER 
BASED ON WARRANTY, CONTRACT, TORT OR ANY OTHER LEGAL 
THEORY. 

This warranty in no way effects Customer's right under statutory law. 

JMf^ ® #Mf- : Warranty Service may be obtained from the nearest HP Sales 
office or in other locations indicated on HP's Web Site. 

hp mmmwsm 

Your HP product contains software programs. 

CAREFULLY READ THIS LICENSE AGREEMENT AND LIMITED 
WARRANTY STATEMENT BEFORE PROCEEDING TO OPERATE THIS 
EQUIPMENT. RIGHTS IN THE SOFTWARE ARE OFFERED ONLY ON THE 
CONDITION THAT THE CUSTOMER AGREES TO ALL TERMS AND 
CONDITIONS OF THE LICENSE AGREEMENT. PROCEEDING TO OPERATE 
THE EQUIPMENT INDICATES YOUR ACCEPTANCE OF THESE TERMS 
AND CONDITIONS. IF YOU DO NOT AGREE WITH THE TERMS OF THE 
LICENSE AGREEMENT, YOU MUST NOW EITHER REMOVE THE 
SOFTWARE FROM YOUR HARD DISK DRIVE AND DESTROY THE 
MASTER DISKETTES, OR RETURN THE COMPLETE HP PRODUCT AND 
SOFTWARE FOR A FULL REFUND. PROCEEDING WITH CONFIGURATION 
SIGNIFIES YOUR ACCEPTANCE OF THE LICENSE TERMS. 

UNLESS OTHERWISE STATED BELOW, THIS HP SOFTWARE LICENSE 
AGREEMENT SHALL GOVERN THE USE OF ALL SOFTWARE THAT IS 
PROVIDED TO YOU AS PART OF THE HP PRODUCT AND SHALL 
SUPERSEDE ANY OTHER SOFTWARE WARRANTY STATEMENT THAT 
MAY BE INCLUDED IN THIS HP PRODUCT OR MAY BE FOUND ONLINE. 
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Operating system and software applications by Microsoft are licensed to you under 
the Microsoft License Agreement contained in the Microsoft documentation or 
displayed on your screen when Microsoft Software Products are launched. Other 
non-HP Software and Operating Systems are covered by the appropriate vendor 
license. The following License Terms govern the use of the HP software: 

° Customer may use the software on any one HP product. Customer may not 
network the software or otherwise use it on more than one HP product. Customer 
may not reverse assemble or decompile the software unless authorized by law. 

8e 1^1 [35 H ° Customer may make copies or adaptations of the software a) for 
archival purposes or (b) when copying or adaptation is an essential step in the use of 
the software with an HP product so long as the copies and adaptations are used in no 
other manner. 

11^1° Customer agrees that he/she does not have any title or ownership of the 
software, other than ownership of the physical media. Customer acknowledges and 
agrees that the software is copyrighted and protected under the copyright laws. 
Customer acknowledges and agrees that the software may have been developed by a 
third party software supplier named in the copyright notices included with the 
software, who shall be authorized to hold the Customer responsible for any 
copyright infringement or violation of this Agreement. 

SeI'PIUMt'dII °lf your HP product was shipped with a product recovery CD-ROM: 
(i) The product recovery CD-ROM and/or support utility software may only be used 
for restoring the hard disk of the HP product with which the product recovery 
CD-ROM was originally provided, (ii) The use of any operating system software by 
Microsoft contained in any such product recovery CD-ROM shall be governed by 
the Microsoft License Agreement. 

!§fS!?!li!ItS^!J ° Customer may transfer rights in the software to a third party only 
as part of the transfer of all rights and only if Customer obtains the prior agreement 
of the third party to be bound by the terms of this License Agreement. Upon such a 
transfer, Customer agrees that his/her rights in the software are terminated and that 
he/she will either destroy his/her copies and adaptations or deliver them to the third 
party. 

IS ft£ ffii^l S5 ffii ° Customer may not lease, sublicense the software or distribute 
copies or adaptations of the software to the public in physical media or by 
telecommunication without the prior written consent of Hewlett-Packard. 

I^lt ° Hewlett-Packard may terminate this software license for failure to comply 
with any of these terms provided Hewlett-Packard has requested Customer to cure 
the failure and Customer has failed to do so within thirty (30) days of such notice. 
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W.ffi^ftffll ° Customer agrees that the software does not include updates and 
upgrades which may be available from Hewlett-Packard under a separate support 
agreement. 

^l-fliltii?! ° Customer agrees not to export or re-export the software or any copy or 
adaptation in violation of the U.S. Export Administration regulations or other 
applicable regulation. 

HiliE$JftJPM3i l JG5t!ify ° Use, duplication, or disclosure is subject to HP standard 
commercial license terms and for non-DOD Departments and Agencies of the U.S. 
Government, the restrictions set forth in FAR 52.227-19(c)(l-2) (June 1987) 
Hewlett-Packard Company, 3000 Hanover Street, Palo Alto, CA 94304 U.S.A. 
Copyright (c) 2002 Hewlett-Packard Company. 

all rights reserved. Customer further agrees that Software is delivered and licensed 
as "Commercial computer software" as defined in DFARS 252-227-7014 (June 
1995) or as a "Commercial item" as defined in FAR 2.101(a), or as "Restricted 
computer software" as defined in FAR 52.227-19 (or any equivalent agency 
regulation or contract clause), whichever is applicable. The Customer agrees that it 
has only those rights provided for such Software by the applicable FAR or DFARS 
clause or the HP standard software agreement for the product involved. 

fit. iMAiUt^-f+S-/ &$E.3fc.& ° HP provides end user support for HP 
Workstations that use Microsoft Operating Systems, including its latest service 
packs. This support will be available within 30 days of the software being released. 
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